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MINUTES OF MEETING 
SURF PINES HOME OWNERS ASSOCIATION BOARD 


DATE: May 24, 1985 Pe, 


TIME: 11:00AM 





l. The Treasurer's report showed in excess of $25,000 in the bank at this 
time. 


2. Tom Snashall reported the water systems overhaul is proceeding as planned. 
3.  Milt Stewart has written GSA for a 15 to 25 KW generator if available. 


4. Lu Sayer questioned the position of the Association and the water district 
o at this time. 
5. The water district funds were reported to be deposited in a money fund. 


6. It was recommended the next newsletter include a constructive status 
report of the water system. 


7. Lu Sayer will investigate the following: 
a. Will there be a water district assessment next 
year? 


b. What can the water district do without the 
physical system? 


c. What is required to dissolve the water 
district? 


8. It was also recammended the Board prepare a projected development program 
for the water system. 


9. Another item for the newsletter is clean up of the roadway adjacent to 
each individuals property. 


10. The Board approved purchase of a weed eater (gas driven) and a new 
5 shower for the gate house. 


MEETING ADJOURNED AT 12:30PM 











Surf Pines Homeowners Association 


Warrenton: Oreson Bas ses 


a Statement of Cash Receirts & Disbursements 


Eleven Months Ended; June 30, 1985 


Months Ended 
June 1985 6/30/85 


Assessments 

Water Connections 
Strawherrs Hill 
Rent 

Interest Income 


Total Receipts 
Disbursmentsi 


Water System Labor 
Payroll Taxes 
Materials & Surrlies 
Electricity - Fumes 
Testing 

Mileage 





Total Water 


Salary ~ Security 
Mileage 
Street Lights 


Total Security 
Road Maintenance 


Office Salary 

Lesal & Professional Fees 
Office Exrense 

General Maintenance 

Taxes & Licenses 
Insurance 

Meetinss & Elections 
Telerhone 

Miscellaneous Exrense 


Total General & 
Administration Exrense 


Total Disbursments 


Net Income or (Loss) 
Addi Beginnings Cash 


oO Ending Cash Balance 


Ürerstins Fund Balance 
Money Market Balance 


Balance as Above 





Surf Pines Homeowners Association 
Wasrrentons Oreson 


irts & Disbursements 


eo Ten Months Ended» Mass 31» 1985 


10 Months Enced 
May 1985 


Assessments 

Water Connections 
Strawberry Hill 
Rent 

Interest Income 


Total Receirts 
Disbursmentsi 


Water System Labor 
Payroll Taxes 
Materials & Supplies 
Electricity - Fumes 
Testing 

Mileage 


Total Water 


Salary - Security 
Milease 
Street Lights 


Total Security 
Road Maintenance 


Office Salary 

Legal & Professional Fees 
Office Expense 

General Maintenance 

Taxes & Licenses 
Insurance 

Meetings & Elections 
Telerhone 

Miscellaneous Exrense 


Total Generel & 
Administration Exrense 


Total Disbursments 


Net Income ar (Loss) 
Addi  Besinnins Cash 


o Endins Cash Balance 247638 


Üreratins Fund Balance 
Monew Market Balance 21»017 


Balance ss Above 





Surf Pines Homeowners Association 
Warrentons Oregon 


Statement. of Cash Receirts & Disbursements 


Nine Months Endeds Arril 30» 1985 


Mar - &rril 9 Months Ended 
4/30/85 


Assessments 

Water Connections 
Strawberry: Hill 
Rent 

Interest Income 


Total Receipts 11:148 41:606 


Disbursmentsi 


Water System Labor 
Payroll Taxes 
Materials & Surrlies 
Electricity - Fumes 
Testing 


Total Water 


Salars - Security 
Milease 
Street Lishts 


Total Security 
Road Maintenance 


Office Salary 

Legal & Professional Fees 
Office Exrense 

General Maintenance 

Taxes & Licer s 
Insurance 

Meetinss & Elections 
Miscellaneous Exrense 


Total General & 
Administration Exrense 


Total Disbursments 


Net Income or (Loss) 
Addi Besinning Cash 


o Ending Cash Balance 


Üreratins Fund Balance 
Money Meetings Account 


Balance as Above 








